Gloucestershire 
General Cargo - 10,515 d.w.t. 


Winter 1963 


(01/03/1964) 


Captain Saunders P 
Chief Eng Officer Neve P 


Chief Officer Routledge J.D 2nd Eng Officer Hobday A 
2nd Officer Jones D.| 3rd Eng Officer Meiklejohn A 
Snr 3rd Officer Tiller C.R 4th Eng Officer Finlay J 
Jnr 3rd Officer Driver C.R 5th Eng Officer Morgan K.R 
Deck Cadet Paulusz H 6th Eng Officer Finlay R.A 
Radio Officer Waller R.A 7th Eng Officer Reid J.A 
Purser English J.E Electrical Officer Brennan J.F 


Carpenter Preston A.G 
2nd Steward Bowman eE.G.R 





Autumn 1964 


(14/10/1964) 


Captain Saunders P 
Chief Eng Officer Neve P 


Chief Officer Jones E.H 2nd Eng Officer Cuthbertson G 
2nd Officer Jones D.| 3rd Eng Officer Meiklejohn A 
Snr 3rd Officer Marton C 4th Eng Officer Grindlay R 
Jnr 3rd Officer Driver C.R 5th Eng Officer Ellis F 
Deck Cadet Chit Shain P Jnr Eng Officer Green D 
Deck Cadet Ryan P Engineer Cadet Tun W 
Purser English J.E Electrical Officer Brennan J 


Carpenter Preston A.G 
2nd Steward BowmanE 


Spring 1965 


(10/05/1965) 


Captain Saunders P 
Chief Eng Officer Neve P 





Chief Officer Routledge J.D 2nd Eng Officer Meiklejohn A 
2nd Officer Marton C 3rd Eng Officer Scott R 
Snr 3rd Officer Driver C.R 4th Eng Officer Grindlay R 

Jnr 3rd Officer Lee S.J 5th Eng Officer Green D 
Deck Cadet Saunders N.E 6th Eng Officer Taylor R 
Deck Cadet Morris R.J 7th Eng Officer Needham T 

Radio Officer Waller R.A Engineer Cadet Tun W 
Purser English J Electrical Officer Brennan J 
Carpenter Preston A 
2nd Steward BowmanE 
Autumn 1965 
(15/11/1965) 
Captain Sheldrake L.H 
Chief Eng Officer Renney E.C 
Chief Officer Routledge J.D 2nd Eng Officer Hudson J 
2nd Officer Driver C.R 3rd Eng Officer Jones D.B 

Uncert Officer Weinman L.P 4th Eng Officer Green D 
3rd Officer Birkett R 5th Eng Officer Taylor R 
Deck Cadet Bredow J.H 7th Eng Officer Brady J 
Deck Cadet Saunders N.E Engineer Cadet Tun W 

Radio Officer Waller R.A 
Purser Traynor J.A 


Carpenter Preston A.G 
2nd Steward Willis F.J 





Chief Officer 
2nd Officer 
Uncert Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Gurney F.G 
Driver C.R 
Weinham L.P 
Birkett R 
Bredow J.H 
Set A 

Waller R.A 
English J.E 


Spring 1966 


(01/05/1966) 


Captain Sheldrake L.H 
Chief Eng Officer Renney E.C 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
6th Eng Officer 
7th Eng Officer 
Electrical Officer 


Carpenter Brown T 


Writer Kimberley D 





Gurney F.G 
Coventry P.H.S 
Fynans B.P 
Mohandas C 
Set A 

Waller R.A 
Culpin H.R 


Autumn 1966 


(01/10/1966) 


Hudson J 
Scott R 
Grindlay R 
Scott B 
Diaz A.H 
Gove L.A 
Fieldsen L.B 


Captain Sheldrake L.H 
Chief Eng Officer Renney E.C 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
6th Eng Officer 
7th Eng Officer 
Engineer Cadet 
Engineer Cadet 
Electrical Officer 


Carpenter Finlayson J 
Writer Kimberley D 


Clark J.D 
Findlay J.W 
O'Byaw S.R 
Donohue J 
Diaz A.H.N 
Boothman M.M 
Stanley P.F 
Blaxland M 
West A 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
Uncert Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 
Purser 


Spring 1967 


(20/05/1967) 


Captain Young A.E 
Chief Eng Officer Renney A.C 





Jones D.L 2nd Eng Officer Clark J.D 
McLeod K 3rd Eng Officer Bell W.C 
Paulusz H 4th Eng Officer Green E.S 
Baker R.R 5th Eng Officer Diaz A.H.M 
Stewart R.| 6th Eng Officer Simpson B 
Alcock D 7th Eng Officer Brennan F 
McNeil R Electrical Officer Macaulay S 
Carpenter Preston A.G 
2nd Steward May D.W 
Autumn 1967 
(21/11/1967) 
Captain Young A.E 
Chief Eng Officer Findlay A 
Jones D.1 2nd Eng Officer Hume A 
McLeod K 3rd Eng Officer Bell W.C 
Baker R.R 4th Eng Officer Green E.S 
Paulusz H 5th Eng Officer Nixon P 
Dass C.M 6th Eng Officer Brennan F 
Wain Z.T 7th Eng Officer Gibson F 
Alcock D Engineer Cadet Stanley P.F 
McNeil R Engineer Cadet Rowland S.W 


Electrical Officer 


Carpenter Preston A.G 


2nd Steward May D.W 


Ikin D.E 


Chief Officer 
2nd Officer 
3rd Officer 

Ext 3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 
Assistant Purser 


Chief Officer 
2nd Officer 
3rd Officer 

Ext 3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Summer 1968 


Captain Young A.E 


Chief Eng Officer Findlay A 


Jones D.| 2nd Eng Officer Hearn J.H 
Paulusz H 3rd Eng Officer Bell W.C 
Malpass N.H 4th Eng Officer McGregor J 
Brown J.A 5th Eng Officer Turnbull J.D 
Dass C.M 6th Eng Officer Perera Y.D.N.J 
Nyunt M.T 7th Eng Officer Steinson T.J 
Daniels R.J Engineer Cadet Rowland S.W 
Heaviside J.D Electrical Officer Ward D.N 


May D.W 


Carpenter Preston A.G 





Autumn 1968 


(01/12/1968) 


Captain Sheldrake L.H 
Chief Eng Officer Findlay A 


Donnellan M.T 2nd Eng Officer Hearn J 
Paulusz H 3rd Eng Officer Bell W 
Malpass N.H 4th Eng Officer Nixon P 
Baker R.R 5th Eng Officer Perera N 
Dass C.M 6th Eng Officer Steinson T 
Nyunt M.T 7th Eng Officer Greenhalgh K 
Daniels R.J Electrical Officer Ward D.N 
Heaviside J.D 


Carpenter Preston A.G 


Chief Officer 
2nd Officer 
3rd Officer 

Ext 3rd Officer 
Deck Cadet 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 
Assistant Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 
Assistant Purser 


Summer 1969 


(30/06/1969) 


Captain Fitch N.F 
Chief Eng Officer Shackleton J.H 


Donhellan M.T 2nd Eng Officer 
Paulusz H 3rd Eng Officer 
Baker R.R 4th Eng Officer 
Thomas D.H 5th Eng Officer 
Dass C.M 6th Eng Officer 
Paulusz C 7th Eng Officer 
Nyunt M.T Electrical Officer 
Cottier J.C 

Heaviside J.D 

Murphy W 


Carpenter Preston A.G 
Serang (Deck) Azam M 
Serang (Engine) Ganguly S.G 
Storekeeper RoufA 





Winter 1969 


(25/12/1969) 


Hearn J.H 
Swift J 

Diaz A.H.N 
Perera N.D.T.Y 
Greenhalgh K 
Davidson G 
Martyn D 


Captain Mills M.C 
Chief Eng Officer Shackleton J.H 


Donnellan M.T 
Weinman L.P 


2nd Eng Officer 
3rd Eng Officer 


McCall A.P 4th Eng Officer 
Paulusz C 5th Eng Officer 
Magner J.R.P.V 6th Eng Officer 


Stamford-Burrows C.J 

Finlayson E.M 
Maskell T 

Carpenter 

Serang (Deck) 

Serang (Engine) 

Cook 

Storekeeper 


7th Eng Officer 
Engineer Cadet 
Electrical Officer 
Preston A.G 
Haque K.M 
Chowdhury R.K 
Sardar B 
Kashim M 


Hearn J.H 
Lamont J.D 
Perera Y.D.N.J 
Davidson G 
Haden R.D 
Johnson F 
Dixson W 
Black M 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 
Assistant Purser 


Chief Officer 
2nd Officer 
Uncert Officer 
Deck Cadet 
Radio Officer 
Purser 


Summer 1970 


(01/07/1970) 


Preshaw A.G 
Green M.D 
Set A 

Bryant N 
Stepein R 
Mallett A.E 
Cousins J.H 
Bristow K.R 


Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


Captain Weir R 
Chief Eng Officer Shackleton J.H 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
6th Eng Officer 
7th Eng Officer 
Engineer Cadet 
Engineer Cadet 
Electrical Officer 

Preston A.G 

Mukherjee K.R 

Hoogi P.K 

Chand S.K 

Elias M 


Spring 1971 


(01/04/1971) 


Donnellan M.T 
Creamer D.J 
Allen D.J.V 
Browning A.A 
Beyer C.L 
Bristow K.R 


Bosun 
Carpenter 
Cook 

Head Steward 


Clark J.D 
Lamont J.D 
Strasdin A.P 
Ratnayake S 
Knowles E 
Jesson W 
Nicholson S.A 
Lamb S.G 
Carter R.E 


Captain Weir R 
Chief Eng Officer Shackleton J.H 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 
Electrical Officer 


Head Motorman 
Shwe B 
Preston A.G 
Mg T 
Tun T 





Lamont J.D 
Strasdin A.P 
Steinson T.J 
Knowles D 
Brown W.J 
Gahan B 
Davidson R.M 
Moslem 


